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Chief, Xadustrial Dlvia&m, OBR 

Revision of Q B u ildin g Area and Exit Wardens 


Approved For Release 2001/C 


14 and Q. Building Evacution Officer 


1. Relocation of B/l Branches 3ms necessitated reassignment 
of area and exit Hardens, in the D/X areas of the Q Building* 


2. The following appointments are now in effect. 


Responsible 


Bast 

Unit 

Position 

item E 

dA 

D/I toe't. 

Warden 
Alt. Ward* 

Area M 

E/I 

Warden 
Alt. Ward. 

Area 1 

D/I 

Warden 
Alt. Ward. 

RB-I 

D/I 

Warden 
Alt. Ward. 

MS-2 

D/I 

Worden 

Alt. Ward. 

EE-12 

D/I 

Warden 

Warden 

Alt. Ward. 
Alt. Ward* 

EE-13 

D/I 

Warden 

Warden 

Mb * Wwu * 

Alt. Ward. 
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SUBJECT; Bevisioa of Q Building Aron and Exit Wardens. 


Responsible 

Post ttalt Position Sean Telephone 

AES-21 »/X Warden 

Warden 
Alt. Warden 

a ^ fi'i ahk 

AJtiS * W&Tuqu 

J. The above list supersedes that submitted bgf this Division 
on 12 July 1 956 * end Modified on 24 September 195*>» 



25X1 A9a 



Distribution: 
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1 - D/I 
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